LIGHTING 

EQUIPMENT 


uaaedticn,* 


No. 

31-B 

No.  35-B 

Extension 

7  %" 

Length  overall 

1354"  ' 

Extension  854"  Length  overall 

IS  54" 

Lantern 

length 

9  J4" 

Lantern  width 

53/4" 

Lantern  length  11"  Lantern  width 

.  7" 

Made  of  Copper 

and 

bronze.  Finish: 

Flemish 

Made  of  copper  and  bronze 

copper. 

Amber 

cathedral  glass. 

Finish:  Flemish  copper.  Amber  cathedral 

glass. 

List  price  $7.35 

List  price  $9.30 

No. 

31-L 

No.  35-C 

Length 

overall 

1354"  Lantern  length 

9  J4" 

Length  overall  3454"  Lantern  length 

11" 

Lantern 

width 

53/4" 

Lantern  width 

7" 

Made  of  Copper 

and 

bronze.  Finish: 

Flemish 

Made  of  Copper  and  bronze.  Finish:  Flemish 

copper. 

Amber 

cathedral  glass. 

copper.  Amber  cathedral  glass. 

List  price  $5.85 

List  price  $8.55 

No. 

31-C 

No.  35-L 

Chain  hanger  to  match  No.  31-L 

Close  up  ceiling  type  to  match  No.  35-C 

Length 

overall 

.33" 

Lantern  length 

954" 

Length  overall  14^4"  Lantern  length 

11" 

Lantern 

width 

53/4" 

Lantern  width 

7" 

List  price  $7.20  List  price  $7.50 


No.  15-C 


No.  17-B 


No.  15-B 


No.  17-B 

Extension  7}4"  Length  overall  11 54" 

Lantern  length  %3A"  Lantern  width  6" 

Made  of  Copper,  with  cast  aluminum  arm. 

Finishes:  Flemish  copper,  pewter  trimmed,  with 

clear  crystal  glass  or  statuary  bronze,  pewter  trim¬ 
med,  with  flemish  amber  glass. 

List  price  $6.00 

No.  17-L 

Length  overall  .1154"  Lantern  length  &3A" 

Lantern  width  6" 

Made  of  Copper,  with  cast  aluminum  loop. 

Finishes:  Flemish  copper,  pewter  trimmed,  with 

clear  crystal  glass  or  statuary  bronze,  pewter  trim¬ 
med  with  flemish  amber  glass. 

List  price  $6.00 


No.  15-B 

Extension  1054"  Length  overall  17" 

Lantern  length  11"  Lantern  width  7 3A" 

Made  of  Copper,  with  cast  aluminum  arm. 
Finishes:  Flemish  copper,  pewter  trimmed,  with 
clear  crystal  glass  or  statuary  bronze,  pewter  trim¬ 
med,  with  flemish  amber  glass. 

List  price  $9.30 

No.  15-C 

Length  overall  36"  Lantern  length  11" 

Lantern  width . 7 3/t,” 

Made  of  Copper,  with  cast  aluminum  loop. 
Finishes:  Flemish  copper,  pewter  trimmed,  with 
clear  crystal  glass  or  statuary  bronze,  pewter  trim¬ 
med  with  flemish  amber  glass. 

List  price  $9.00 


No.  1078-B 

Extension  63 4"  Length  overall  11" 

Lantern  length  8"  Lantern  width  554" 


Made  of  non-rusting  metal.  Finish:  Black.  Crystal 
moss  glass. 

List  price  $3.60 


No.  1078-L 

Length  overall  .11"  Lantern  length  8" 

Lantern  width  .  5 54" 


Made  of  non-rusting  metal.  Finish:  Black.  Crystal 
moss  glass. 

List  price  $3.30 


No. 

28-B 

Extension 

554" 

Length  overall 

10" 

Lantern  length 

854" 

Lantern  width 

454" 

Made  of  Copper. 

Finish: 

Flemish  copper. 

Flemish 

amber  glass. 

List  price  $6.30 

No. 

28-L 

Ceiling 

type  to 

match  No.28-B. 

Length  overall 

1254" 

Lantern  length 

854" 

Lantern  width 

454" 

List  price  $6.30 

No. 

29 

Extension 

7" 

Length  overall 

113/4" 

Lantern  length 

954" 

Lantern  width 

63/4" 

Arm  spread 

18" 

Made  of  Copper,  with  cast  aluminum 

arms. 

Finishes:  Flemish  copper,  pewter  trimmed  with 
flemish  amber  glass  or  black  with  flemish  crystal 
glass. 

List  price  $7.50 


No.  21-L 


No.  2013-B 


No.  2013-B 

Extension  6 Length  overall  8 *4" 

Lantern  length  5 34"  Lantern  width  5" 

Lantern  and  Canopy,  made  of  copper,  arm  alum¬ 
inum,  English  bronze  finish  with  amber  cathedral 

glass. 

List  price  $4.50 
No.  2013-L 

Ceiling  type  to  match  No.  2013-B 
Length  overall  8"  Lantern  length  5 34" 

Lantern  width  . 5" 

List  price  $4.20 

No.  26 

Extension  8^4"  Length  overall  1254" 

Lantern  length  9*4"  Lantern  width  6 54" 

Arm  spread  17" 

Made  of  Copper,  with  cast  aluminum  arms. 

Finishes:  Flemish  copper,  pewter  trimmed,  with 

amber  cathedral  glass  or  black  with  crystal  moss 
glass. 

List  price  $7.50 


No.  21-B 

Extension  8*4"  Length  overall  12J4" 

Lantern  length  9%"  Lantern  width  . 

Made  of  Copper,  with  cast  aluminum  arm. 

Finishes:  Flemish  copper  or  statuary  bronze,  pewter 
trimmed,  with  amber  cathedral  glass. 

List  price  $6.30 

No.  21-L 

Length  overall  1234"  Lantern  length  9J4" 

Lantern  width  6J4" 

Made  of  Copper,  with  cast  aluminum  loop. 

Finishes:  Flemish  copper  or  statuary  bronze,  pewter 
trimmed,  with  amber  cathedral  glass. 

List  price  $6.00 


No.  18-B 

Extension  654"  Length  overall  11" 

Lantern  length  8"  Lantern  width  5" 

Made  of  non-rusting  metal.  Finishes:  Pewter  or 
black  with  crystal  moss  glass. 

List  price  $3.30 

Made  of  Copper,  with  cast  aluminum  arm. 

Finish:  Flemish  copper,  pewter  trimmed-  Amber 
cathedral  glass. 

List  price  $4.05 
No.  18-L 

Ceiling  type  to  match  No.  18-B 
Made  of  non-rusting  metal.  List  price  $3.30 
Made  of  copper.  List  price  $4.05 
No.  24 

Length  8"  Width  6" 

Made  of  Copper.  Finish:  Flemish  copper.  Amber 
cathedral  glass. 

List  price  $2.55 

Made  of  non-rusting  metal.  Finish:  Black.  Crystal 
etched  glass. 

List  price  $1.95 


No.  22-B 

Extension  6^4"  Length  overall  1194" 

Lantern  length  8*4"  Lantern  width  .554" 

Made  of  non-rusting  metal.  Finishes:  Pewter  or 

black  with  crystal  moss  glass. 

List  price  $3.75 

Made  of  Copper,  with  cast  aluminum  arm. 
Finish:  Flemish  copper,  pewter  trimmed.  Crystal 
moss  glass. 

List  price  $4.35 

No.  22-L 

Length  overall  1154"  Lantern  length  854" 

Lantern  width  554" 

Made  of  non-rusting  metal.  Finishes:  Pewter  or 
black  with  crystal  moss  glass. 

List  price  $3.45 

Made  of  Copper,  with  cast  aluminum  loop. 
Finish:  Flemish  copper,  pewter  trimmed.  Crystal 
moss  glass. 

List  price  $4.35 


No.  23-B 

Extension  754"  Length  overall  12 54" 

Lantern  length  9"  Lantern  width  6" 

Made  of  Copper,  with  cast  aluminum  arm. 
Finish:  Flemish  copper,  pewter  trimmed.  Clear 
crystal  glass. 

List  price  $4.95 

Finish:  Colonial  brass.  List  price  $6.30 
No.  23-C 

Length  overall  3154"  Lantern  length  9" 

Lantern  width  6" 

Made  of  Copper.  Finish:  Flemish  copper.  Clear 
crystal  glass. 

List  price  $5.25 

Colonial  brass  finish.  List  price  $6.00 
No.  23-L 

Ceiling  type  to  match  No.  23-C. 

Length  overall  12^"  Lantern  length  9" 

Lantern  width  6" 

Finish:  Flemish  copper.  List  price  $4.65 
Finish:  Colonial  brass.  List  price  $5.85 


No.  25-B 

Extension  6"  Length  overall  11" 

Lantern  length  8"  Lantern  width  5" 

Made  of  Copper,  with  cast  aluminum  arm. 
Finish:  Flemish  copper,  pewter  trimmed.  Amber 
cathedral  or  crystal  moss  glass. 

List  price  $4.05 

No.  25-L 

Length  overall  11"  Lantern  length  G" 

Lantern  width  5" 

Made  of  Copper,  with  cast  aluminum  loop. 
Finish:  Flemish  copper,  pewter  trimmed.  Amber 
cathedral  or  crystal  moss  glass. 

List  price  $4.05 


No.  16-B 

Extension  10"  Length  overall  17" 

Lantern  length  11 54"  Lantern  width  8" 

Made  of  Copper,  with  cast  aluminum  arm. 
Finishes:  Flemish  copper,  pewter  trimmed,  with 

crystal  moss  glass  or  statuary  bronze,  pewter  trim¬ 
med,  with  amber  cathedral  glass. 

List  price  $8.85 

No.  16-C 

Length  overall  36"  Lantern  length  1154" 

Lantern  width  8" 

Made  of  Copper,  with  cast  aluminum  loop. 
Finishes:  Flemish  copper,  pewter  trimmed,  with 

crystal  moss  glass  or  statuary  bronze,  pewter  trim¬ 
med,  with  amber  cathedral  glass. 

List  price  $8.85 


No.  14-B 

Extension  9"  Length  overall  15" 

Lantern  length  10"  Lantern  width  6" 

Made  of  Copper,  with  cast  aluminum  arm. 
Finish:  Flemish  copper,  pewter  trimmed.  Crystal 
moss  glass. 

List  price  $6.75 

No.  14-L 

Length  overall  1354”  Lantern  length  10" 

Lantern  width  6" 

Made  of  Copper,  with  cast  aluminum  loop. 
Finish:  Flemish  copper,  pewter  trimmed.  Crystal 
moss  glass. 

List  price  $5.55 


No.  12-B 

Extension  8  54,r  Length  overall  15" 

Lantern  length  8% "  Lantern  width  654" 

Made  of  aluminum,  Swedish  finish.  Amber  cathedral 
glass. 

List  price  $6.75 
No.  12-C 

Length  overall  36"  Lantern  length  854" 

Lantern  width  .  654" 

Made  of  aluminum,  Swedish  finish.  Amber  cathedral 
glass. 

List  price  $5.70 


No.  4-B 

Extension  6547/  Length  overall  •1354,/ 

Lantern  length  8J4"  Lantern  width  5" 

Made  of  aluminum,  Swedish  finish. 

List  price  $5.40 

No.  4-C 

Length  overall  36"  Lantern  length  854" 

Lantern  width  5" 

Made  of  aluminum,  Swedish  finish. 

List  price  $5.40 


No.  5-B 

Extension  954"  Length  overall  1354" 

Lantern  length  1154"  Lantern  width  654" 

Made  of  non-rusting  metal.  Finish:  Black.  Clear 
double  strength  glass. 

List  price  $8.85 

No.  5-C 

Length  overall  36"  Lantern  length  1154" 

Lantern  width  654" 

Made  of  non-rusting  metal.  Finish:  Black.  Clear 
double  strength  glass. 

List  price  $7.05 


No.  6-B 

Extension  10"  Length  overall  19" 

Lantern  length  1354"  Lantern  width  754" 

Made  of  non-rusting  metal.  Finish:  Black.  Clear 
double  strength  glass. 

List  price  $11.25 
No.  6-C 

Chain  hanger  to  match  6-B 
List  price  $9.00 

No.  5-L 

Length  overall  15"  Lantern  length  1154" 

Lantern  width  654" 

Made  of  non-rusting  metal.  Finish:  Black.  Clear 
double  strength  glass. 

List  price  $6.60 


No.  19-B 


No.  56 


No.  20-L 


No.  20-B 


No.  19-B 

Extension  654"  Length  overall  11" 

Lantern  length  8"  Lantern  width  5" 

Made  of  Copper,  with  cast  aluminum  arm. 
Finish:  Flemish  copper,  pewter  trimmed.  Amber 
cathedral  glass. 

List  price  $4.50 


No.  19-L 

Ceiling  type  match  No.  19-B 
Length  overall  11 54"  Lantern  length  8" 

Lantern  width  5" 

List  price  $4.50 


No.  20-L 

Length  overall  11"  Lantern  length  754" 

Lantern  width  6}4" 

Made  of  Copper,  with  cast  aluminum  loop. 

Finish:  Flemish  copper,  pewter  trimmed  Amber 

cathedral  glass. 

List  price  $6.00 


No.  20-B 

Extension  834"  Length  overall  1354" 

Lantern  length  754"  Lantern  width  634" 

Made  of  Copper,  with  cast  aluminum  arm. 
Finish:  Flemish  copper,  pewter  trimmed.  Amber 
cathedral  glass. 

List  price  $6.30 


No.  56 

Depth  3%"  Width  1154" 

Equipped  with  two  sockets. 

Made  of  Copper.  Finish:  Antique  copper.  Amber 
cathedral  glass. 

List  price  $4.95 

Made  of  non-rusting  metal.  Finish:  Black.  Crystal 
moss  glass. 

List  price  $4.05 


No.  1108-B 


No.  1108-C 

Length  overall  36"  Lantern  length  17" 

Lantern  width  654" 

Made  of  Copper.  Finish:  Flemish  copper.  Amber 
cathedral  glass. 


No.  1108-B 

Extension  854"  Length  overall 

Lantern  length  20"  Lantern  width 
Made  of  Copper.  Finish:  Flemish  copper. 

cathedral  glass. 


List  price  $22.80 


List  price  $24.00 


23" 

654" 

Amber 


ODD  ROOM 


No.  3761 


No.  3761 

Length  overall  36"  Width  overall  10" 

Finishes:  English  bronze,  pewter  trimmed. 
Colonial  brass,  pewter  trimmed. 

Bone  white,  brass  trimmed. 

List  price  $6.60 


Length  9^4"  Width  .10^" 

Finish  of  fixture:  Ivory,  gold  trimmed.  Color  of 
glass  bottom,  amber  or  crystal. 

List  price  $2.85 

No.  62 


Length  9^4"  Width  10J4" 

List  price  $2.55 

Finish  of  fixture  :Ivory,  green,  or  rose,  gold  trimmed. 
Color  of  glass  bottom,  amber  or  crystal. 

List  price  $2.55 


Length  93/a"  Width  W/4" 

Finish  of  fixture:  Ivory,  gold  trimmed.  Color  of 
glass:  Amber. 

List  price  $3.75 


No.  60 

Large  size  No.  58 
Length  93,4"  Width  11  *4" 

List  price  $2.85 


No.  57 

Length  92 VA"  Width  9 W' 

Finish  of  fixture:  Ivory,  silver  trimmed.  Color  of 
glass:  Beige,  ivory,  green,  rose,  or  etched  crystal 
with  flower  decoration. 

List  price  $2.25 

No.  59 

Length  93,4"  Width  9%" 

Finish  of  fixture:  Ivory,  gold  trimmed.  Color  of  glass: 
Crystal,  acid  etched,  ivory  or  beige. 

List  price  $2.85 


No.  61 

Length  93/4"  Width  11" 

Finish  of  fixture:  Ivory,  gold  trimmed.  Color  of 
glass:  Beige,  crystal  acid  etched,  rose  or  green. 
Bottom  glass  disc  either  amber  or  crystal. 

List  price  $3.75 


